
STOP 



Early Journal Content on JSTOR, Free to Anyone in the World 

This article is one of nearly 500,000 scholarly works digitized and made freely available to everyone in 
the world byJSTOR. 

Known as the Early Journal Content, this set of works include research articles, news, letters, and other 
writings published in more than 200 of the oldest leading academic journals. The works date from the 
mid-seventeenth to the early twentieth centuries. 

We encourage people to read and share the Early Journal Content openly and to tell others that this 
resource exists. People may post this content online or redistribute in any way for non-commercial 
purposes. 

Read more about Early Journal Content at http://about.istor.org/participate-istor/individuals/early- 
journal-content . 



JSTOR is a digital library of academic journals, books, and primary source objects. JSTOR helps people 
discover, use, and build upon a wide range of content through a powerful research and teaching 
platform, and preserves this content for future generations. JSTOR is part of ITHAKA, a not-for-profit 
organization that also includes Ithaka S+R and Portico. For more information about JSTOR, please 
contact support@jstor.org. 



1 593 July 25, 1913 

license therefor, which license shall be issued by the health officer, upon applica- 
tion. All licenses shall expire on the last day of June in each year. It shall be 
unlawful to remove or convey away any human excrements from any privy vault, 
cesspool, water-closet, or other receptacle by any licensed person, except to the place 
or places which may be designated by the board of health or the health officer thereof. 
Each person licensed as aforesaid must exhibit on his wagon the words "Licensed 
vault cleaner," together with the number of his license. 

Stables — Location and Maintenance of; Care of Manure. (Reg. Bd. of H., Nov. 19, 

1912.) 

Rule 8. No stable shall be hereafter erected or maintained within 30 feet of any 
church, schoolhouse, public hall, dwelling, store, or any place or building occupied 
by clerks or salesmen in the transaction of business, without a permit from the board 
of health; and the manure in all stables must be stored in tight receptacles or bins, 
which shall be water-tight and provided with proper covers, and the manure shall be 
removed at frequent intervals. All stables shall be kept clean and free from noxious 
vapors and smells. 

Wells, Springs, etc.— When Contaminated to be Condemned and Water therefrom 
not Used. (Reg. Bd. of H., Nov. 19, 1912.) 

Rule 7. Whenever it shall be made to appear that the water from any spring, 
well, or other source of water supply contains bacilli coli, or other substances or 
ingredients indicating sewage contamination, the same shall be condemned for use, 
and it shall be the duty of the health officer to put up at each respective well, spring, 
or source of water supply a placard having the words thereon "This well condemned " 
or "This spring condemned," as the case may be, and thereafter it shall be unlawful 
for any person or persons to take, carry away, or use any of the water of the spring, 
well, or other source of water supply thus condemned. And it shall be the duty 
of the board of health, or the health officer, to cause the said spring, well, or other 
source of water supply to be abated in the manner most effectual so as to prevent 
any person or persons from using the water from said sources, and it shall be unlawful 
for any person or persons to remove, deface, or in any wise interfere with the placard 
put up by the aforesaid health officer, or to interfere with, remove, or in any manner 
whatsoever destroy that which has been done by the board of health or the health 
officer toward abating and closing up said injurious sources of water supply, or to 
again replace any pump, or other matter or thing which may have been taken out 
of any well, spring, or other source of supply. 

Privies and Cesspools — To be Cleaned, Disinfected, and Filled when Abandoned. 
(Reg. Bd. of H., Nov. 19, 1912.) 

Rule 9. When a privy vault or well or cesspool is to be abandoned or cease to 
be used from any cause, the same must have its contents removed and be thoroughly 
disinfected, and thereupon the health officer shall be notified that the said vault or 
well or cesspool has had its contents removed and has been disinfected and apply 
for inspection of the same; and in case the inspector shall approve the work done, 
the said privy vault or well or cesspool shall be filled with fresh earth. In no case 
shall a privy vault or well or cesspool be filled until its contents have been entirely 
removed and it has been inspected and approved by the health officer aa aforesaid. 
It shall be the duty of the owner or the person in charge of any property upon which 
any such privy, well, or vault, or cesspool is situate, when the same has been aban- 
doned or ceased to be used, upon 20 days' notice from the health officer, to clean up 
the said vault or cesspool, and disinfect the same, and fill the same up with earth, 
in the manner aforesaid. The said notice shall be given to the owner, or person in 



